14       DOCKETED ITEMS

Q. Inspection reports, IE Bulletins & correspondence

9004200165 Forwards Insp Rept 50-062/90-02 on 900305-06.NO violations or devi-
ations noted.

CLINE.W.E. Region 2. Ofc of the Director. 90/04/02. MULDER.R.U. Virginia, Univ. of,
Charlottesville. VA. 2pp. 53509:351-53509:360.

-9004200168 Insp Rept 50-062/90-02 on 900305-06.NO violations noted. Major areas
inspectedlicensee actions re previously identified issues & info notices & allegation
floor plan. Weakness noted re simulated emergency situation.
BASSETT.C.H.,   MCALPINE.E.J.  Region  2,  Ofc of the  Director.  90/04/02.   8pp.
53509:353-53509:360.

R. Periodic operating reports & related correspondence

9004050367 "Univ of Virginia Reactor Facility Annual Rept 1989." W/ 900307 Itr.
FARRAR.J.P. Virginia, Univ. of, Charlottesville, VA. 89/12/31. ADAMS.A. Office of Nu-
clear Reactor Regulation, Directoi (Post 870411). 44pp. 53323:039-53323:081.

DOCKET 50-89 GENERAL ATOMIC CO.

P. Operating license stage documents & correspondence

9004090444 Confirms verbal permission for NRC to copy proprietary documents num-
bered E117-1001 & E117-1002.

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic
Co.). 90/03/23. ADAMS.A. Document Control Branch (Document Control Desk). 1p.
53380:300-53380:300.

R. Periodic operating reports & related correspondence

9004190133 Forwards request for addl info re 1989 annual rept for TRIGA Mark I re-
search reactor.including details of environ survey program & mods to sys hardware.
ADAMS.A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.(891001-
900602). 90/04/06. ASMUSSEN.K.E. General Atomics (formerly GA Technologies,
Inc./General Atomic Co.). 4pp. 53496:191-53496:194.

DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR

S. Reportable occurrences, LERs & related correspondence

I. Financial Information

9004130028 "GE 1989 Annual Rept." W/900314 Itr.

WELCH.J.F.,   BOSSIDY.LW.,   HOOD.E.E.  General   Electric  Co.  89/12/31.   73pp.
53404:062-53404:136.

R. Periodic operating reports & related correspondence

9004050323 "GE Test Reactor (Deactivated) Annual Rept 31." W/900323 Itr.
TITUS.G.W.,  CUNNINGHAM.G.E. General Efectric Co. 89/12/31. 4pp. 53339:182-
53339:185.

DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR

I. Financial Information

9004130028 "GE 1989 Annual Rept." W/900314 Itr.

WELCH.J.F.,   BOSSIDY.LW.,   HOOD.E.E.  General  Electric  Co.  89/12/31.   73pp.
53404:062-53404:136.

R. Periodic operating reports & related correspondence

9004100050 "GE Nuclear Test Reactor Annual Rept 30." W/900329 Itr.
SMITH.D.R..  CUNNINGHAM.G.E. General Electric Co. 89/12/31. 8pp. 53385:009-
53385:016.

S. Reportable occurrences, LERs & related correspondence

9004190008 PNO-V-90-017:on 900406,three earthquakes measuring 3.6,3.8 & 4.5 on
richter scale in Northern California occurred. Earthquake felt at facility & routine
checks did not reveal aqny damage.

YUHAS.G., SCARANO.R. Region 5, Ofc of the Director. 90/04/09. 1p. 53458:053-
53458:053.

9004230158 PNO-V-90-017A:on 900406,three earthquakes felt in Walnut Creek
area.Earthquakes not felt at GE facility & NTR reactor not operating at time of
earthquake.No damage resulted.

YUHAS.G., SCARANO.R. Region 5, Ofc of the Director. 90/04/09. 2pp. 53547:293-
53547:294.

9004180055 PNO-V-90-016:on 90Q404,earthquake w/Ritcher magnitude 4.7
occurred.Plant received no seismic alarms.No release of radiation noted at GA facility
& facility received no seismic actuations.Region V notified.

QUALLS.P., MENDONCA.M. Region 5. Ofc of the Director. 90/04/04. 1p. 53454:187-
53454:187.

DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR

F. Security, medical, emergency & fire protection plans

9004030099 Forwards Safety Insp Repts 50-097/90-02 & 50-157/90-02 on 900307-
08.No violations noted.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/03/20. STREETT.D.W. Cornell Univ.,
Ithaca, NY. 2pp. 53277:053-53277:059.

-9004030104 Emergency Preparedness Insp Repts 50-057/90-02 & 50-157/90-02 on
900307-08.No violations noted.Major areas inspected:changes to emergency pre-
paredness program, emergency facilities & equipment.notifications & drills.
CONKLIN.C., LAZARUS,W. Region 1, Ofc of the Director. 90/03/16. 5pp. 53277:055-
53277:059.

Q. Inspection reports, IE Bulletins & correspondence

9004030099 Forwards Safety Insp Repts 50-097/90-02 & 50-157/90-02 on 900307-
08.No violations noted.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/03/20. STREETT.D.W. Cornell Univ..
Ithaca, NY. 2pp. 53277:053-53277:059.

-9004030104 Emergency Preparedness Insp Repts 50-057/90-02 & 50-157/90-02 on
900307-08. No violations noted.Major areas inspectedxhanges to emergency pre-

paredness program, emergency facilities & equipment,notifications & drills.
CONKLIN.C., LAZARUS.W. Region 1, Ofc of the Director. 90/03/16. 5pp.
53277:059.

53277:055-

9004090439 Forwards Safety Insps 50-097/90-01 & 50-157/90-01  on 900213-14.No
violations noted.Concerns noted re level of oversight of lab activities.
BELLAMY.R.R. Region 1, Ofc of the Director. 90/03/28. STREETT.W.B. Cornell Univ.,
Ithaca, NY. 3pp. 53355:127-53355:134.

-9004090443 Insp Repts 50-097/90-01   & 50-157/90-01 on 900213-14.No violations
noted.Major areas inspected:radiological controls program at Ward Lab.
CHAWAGA.D., NIMITZ.R. Region 1, Ofc of the Director. 90/03/27. 5pp. 53355:130-
53355:134.

DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR

DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR

P. Operating license stage documents & correspondence

9004100397 Forwards "Updated Proposal Submitted to NRC to Meet 10CFR50.64 Re-
quirements for Updating Schedule of Univ of Florida Training Reactor Conversion from
High to Low Enriched U Fuel."

VERNETSON.W.G. Florida, Univ. of, Gainesville, FL 90/03/27. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 2pp. 53389:087-53389:107.

-9004100402 "Updated Proposal Submitted to NRC to Meet 10CFR50.64 Require-
ments for Updating Scheduling of Univ of Florida Training Conversion High to Low En-
riched U Fuel."

VERNETSON.W.G. Florida, Univ. of, Gainesville, FL 90/03/27. 19pp. 53389:089-
53389:107.

Q. Inspection reports, IE Bulletins & correspondence

9004050290 Forwards Insp Rept 50-083/90-01 on 900220-23.No violations or devi-
ations noted.

CLINE.W.E. Region 2, Ofc of the Director. 90/03/21. VERNETSON,W.C. Florida, Univ.
Of, Gainesville, FL 3pp. 53320:202-53320:215.

-9004050292 Insp Rept 50-083/90-01 on 900220-23.No violations noted. Major areas
inspected:onsite review of radiation protection program activities.including radiation
confrols,environ surveillance & monitoring & transportation.

BASSETT,C.H., MCALPINE.E.J. Region 2, Ofc of the Director. 90/03/19.  11pp.
53320:205-53320:215.

V. Operator Examinations

9004200311 Advises that operator & senior operator licensing written & oral exams
scheduled for wk of 900722.Ref matl,listed on encl.should be furnished at least 60
days prior to exam date.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/03/30. SPINRAD.B.I. Iowa State
Univ., Ames, I A. 10pp. 53541:256-53541:265.

DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR

Q. Inspection reports, IE Bulletins & correspondence

9004130134 Ack receipt of 900309 Itr informing NRC of steps taken to correct violations
noted in Insp Rept 50-128/90-01.

BEACH.A.B. Region 4. Ofc of the Director. 90/04/03. HALL.K.R. Texas A&M Univ.,
College Station, TX. 2pp. 53424:109-53424:114.

R. Periodic operating reports & related correspondence

9004100054 "Twenty-Sixth Progress Rept of Texas A&M Univ Sys Nuclear Science Ctr
Jan - Dec 1989."

FELTZ.D.E. Texas A&M Univ., College Station, TX. ORO-4207-22. 89/12/31. 93pp.
53385:312-53386:044.te review & approval of repair &
